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ANNUAL  REPORT 

OF  THE 

MEDICAL  OFFICER  OF  HEALTH 

FOR  THE  YEAR 

19  4  8 


To  the  Chairman  and  Members  of  the 

Newport  pagnell  Rural  District  Council. 


Gentlemen, 

I  beg,  to  present  to  you  my  Annual  Report  for  the  year 
1948.  Much  work  1ms  been  done  during  the  year.  My  Report  is 
divided  into  the  usual  Sections,  each  Section  dealing  with  a 
different  aspect  of  Public  Health  work. 

SECTION  A,  deals  with  Statistics.  The  estimated  population  is 
13 ,160.  The  number  of  Births  243*  These  figures  have  been 
furnished  by  the  Registrar  General.  The  Birth  Rate  is  18.46. 

The  number  of  Deaths  was  154*  This  gives  a  Death  Rate 
of  11.70.  The  Death  Rate  for  the  whole  of  England  &  Wales  was 
10.8.  The  number  of  Deaths  over  the  age  of  70,  from  locally 
compiled  Statistics  was  91.  which  is  nearly  60°/6  of  the  total 
Deaths. 

SECTION  3.  deals  with  various  Public  Health  Services.  There  is 
little  for  me  to  say  under  this  heading,  except  to  say  that  such 
services  have  functioned  well  during  the  year. 


SECTION  C,  deals  with  the  Sanitary  circumstances  of  the  area. 


WATER  The  quantity  and  quality  of  the  water  supplied  from 
the  Public  Services  has  been  satisfactory. 

I  have  given  details  of  the  various  sources. 


DRAINAGE 

AND 

SEWERAGE 


Repairs  to  plants  mentioned  in  my  last  Report 
were  carried  out  during  the  year.  No  construction 
progress  has  been  made  with  the  new  Sewage  Schemes. 
These  schemes  are  urgently  needed  especially  as 
the  conversion  of  Pail  Privies  to  the  water  carriage 
system  is  most  necessary.  Not  only  are  Pails 
unhygienic,  but  there  is  increasing  difficulty  in 
obtaining  adequate  labour  to  deal  with  them.  You 
will  see  from  the  body  of  my  Report  the  large  amount 
of  work  entailed  with  pails. 


SCAVENGING  The  various  schemes  have  worked  satisfactorily 

during  the  year,  although,  here  again  there  has  been 
difficulty  in  obtaining  adequate  labour. 

SECTION  D.  deals  with  Housing.  63  houses  have  been  erected  by 
your  Council  during  the  year  and  many  more  are  in 
course  of  construction.  I  have  given  the  position 
in  each  Parish  and  I  think  your  Council  is  to  be 
congratulated  on  the  progress  made. 
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SECTION  E«  deals  with  Food.  Much  work  has  been  done 

and  the  attention  of  your  officers  is  constantly 
given  to  this  aspect  of  Public  Health. 

SECTION  F.  deals  with  the  incidence  of  infectious  Diseases. 
The  only  unusual  feature  this  year  was  the 
occurrence  of  a  case  of  Typhoid  Fever,  which, 
unfortunately  was  fatal.  Immediately  on 
receipt  of  the  notification  all  steps  were  taken 
to  investigate  the  source  and  to  prevent  the 
spread  of  the  infection.  There  is  no  doubt 
the  disease  was  contracted  outside  this  District. 
All  contacts  were  examined  and  no  carriers  found. 
The  water  supply  was  above  suspicion. 

All  precautions  were  taken  and  no  further  cases 
occurred. 
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SECTION  A. 

GENERAL  STATISTICS _ I948 

Area  (in  acres)  . 

Number  of  inhabited  houses  . 

Rateable  Value  . 

Sum  represented  by  a  Penny  Rate  .  . . . 

Estimated  Population  (Registrar-general) 


61 ,686 . 
4,501. 
£57,588. 
£221. 
13,160. 


VITAL  STATISTICS  -  BIRTHS 


Total  Births  243 

Males  Legitimate  .  115 

Males  Illegitimate  .  5 

Females  Legitimate  .  116 

Females  Illegitimate  .  7 

Estimated  ? o pul a t ion .  13,160. 

Birth  Rate  (per  thousand) .  18.46 


The  Birth  Rate  for  the  whole  of  England  &  Wales  was  17.9 
"  "  "  11  n  126  County  Boroughs  ”  20.0 

11  "  11  "  "  148  Smaller  Towns  "  19.2 

"  11  11  11  n  London  County  "  20.1 


STILL  BIRTHS 

Legitimate 

Illegitimate 


ti 

Males  Females 

1 


DEATHS 


Total  Deaths  . 

1^1  a  1  e  s  ...  .  •  •  ...  .  •  .  ••• 

Females  ...  ...  ...  ...  ... 

Estimated  Population  . 

Death  Rate  (per  thousand)  . 

Death  Rate  for  the  whole  of  England  &  Wales  was 
11  11  11  11  126  County  Boroughs  ” 

11  11  "  11  148  Smaller  Towns  11 

"  "  "  11  London  County  Council  11 


154 

73 


81 

13 , 160 
11.70 
10.8 
11.6 
10.7 
11.6 
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DEATHS 

Deaths  of  Infants  under  1  year .  6 

Males  Legitimate  .  2 

Males  Illegitimate  * .  2 

Females  Legitimate  ...  2 

Females  Illegitimate  .  - 

From  locally  compiled  Statistics  I  find  the  Deaths  of 
elderly  people  gave  the  following  results. 


Ages 

70  - 

-  75 

23 

11 

75  - 

-  80 

28 

it 

80  -  85 

22 

ti 

85  - 

-  90 

12 

Over 

90 

6 

Total  Deaths  91. 
over  70  _ 


SECTION  B. 


The  Public  Health  Laboratory  at  the  General  Hospital,  Northampton 
has  been  most  helpful  in  carrying  out  investigations  during  the 
year.  Much  valuable  help  was  given  especially  in  examining 
speciments  from  contacts  from  the  case  of  Typhoid  Fever  which 
occurred  in  the  district  during  the  year.  They  carried  out  the 
work  most  promptly  and  I  should  like  to  express  my  thanks  to  the 
Staff  for  their  willing  co-operation.  A  good  many  throat  swabs 
were  examined  and  in  this  respect  their  work  was  most  valuable. 


Ambulance  Service  On  July  5th  1948  this  service  became  part  of 
the  National  Health  Service.  It  has  worked  well  during  the  year 
and  rendered  valuable  service. 


SECTION  C. 

W  A  T  E  R. 


OLNEY  SOURCE 

QUANTITY 

A  constant  supply  has  been  maintained  throughout  the  year, 
with  a  daily  average  output  of  142,000  gallons. 

Of  this,  26fo  was  supplied  for  purely  agricultural  purposes 
13 Jc  11  ”  "  industrial  purposes. 

The  remainder  for  Domestic  purposes. 

This  gives  an  average  of  19.25  gallons  per  day  for  each 
of  the  population  supplied. 

During  the  year  97  properties  were  connected  to  the  supply. 

The  number  of  properties  receiving  a  supply  on  31st  December 
1948  was , 

1324  Domestic  dwellings 
107  Agricultural  meters 
39  Field  Troughs 
22  Other  meters. 
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>'»  i  -Ui  -L-  _ v.  0 0  j.x  Cdj 

QUALITY 

The  following  analyses  were  made  during  the  year. 

»i/ATER  on  17.  11.  48.  The  Report  of  the  Analyst  was 

"B.  Coli  present  in  small  numbers.  These  are  of 
excremental  origin.  The  water,  although  not 
unwholesome  for  drinking  and  domestic  use,  fails 
to  comply  with  the  high  standard  of  bacterial  purity 
of  a  Public  Supply.  But  the  water  is  readily 
amenable  to  treatment." 

TREATED  WATER  2  analyses  were  made,  viz:  on  26/7/48 
and  8/10/48.  In  both  these  analyses  B.Coli  were  not 
present  in  100  m.l. 

Ch.  Welchii  Reaction  absent  in  100  m.l. 

The  Analyst  reported  in  both  cases  as  follows 
"The  water  is  of  the  highest  standard  of  bacterial 
purity  and  is  satisfactory  for  a  Public  Supply". 

EXTENSION  OF  SUPPLY  TO  WARRINGTON 

The  mains  are  laid,  but  the  Booster  Plant  is  not  yet  in 
operation,  A  supply  of  Electricity  is  not  yet  available  for  the 
pumps  at  the  sub-power  station. 

BIRCHMOQR  SOURCE 

QUANTITY 


The  supply  has  been  fairly  constant  throughout  the  whole  area 
of  supply.  During  the  year  there  has  been  a  considerable  drop 
in  the  number  of  burst  mains.  This  has  enabled  the  pressure  ta  be 
maintained  over  the  whole  system  with  fewer  dislocations  to  the 
supply  especially  to  Astwood,  North  Crawley  and  Hardmead. 

The  average  daily  consumption  w as  122,000  gallons. 

Of  this,  28^  was  for  purely  agricultural  purposes. 

5%  to  other  metered  users. 

The  remainder  was  supplied  to  domestic  users. 

For  Domestic  purposes,  an  average  of  23.75  gallons  per  day 
for  each  person  of  the  population  was  supplied. 

During  the  year,  63  properties  were  connected  to  the  supply. 

At  31st  December,  1948  there  were  on  the  supply 

1016  Domestic  dwellings 
132  Agricultural  Meters 
53  Field  Troughs 
14  Other  meters 
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GREAT  LINFORD  SOURCE 

QUANTITY 

The  supply  has  been  well  maintained  during  the  year. 

The  pumping  service  main  is  from  1-jy"  to  2"  diameter.  This  is 
really  too  small.  As  a  consequence  it  is  difficult  to  provide 
adequate  pressure  at  the  top  of  this  village. 

a 

During  the  year/ subsidiary  main  2"  in  diamter  has  been  laid 
at  the  rear  of  the  houses  in  Station  Terrace,  It  is  pleasing  to 
note  that  25  houses  out  of  the  28  houses  in  the  Terrace  now  have 
an  internal  water  supply.  This  adds  greatly  to  the  amenities  of 
the  houses. 

QUALITY 

A  bacteriological  analysis  of  the  treated  water  was  made  on 
25/2/48.  This  gave  the  following  result 

Presumptive  Coliform  Reaction  absent  in  100  m.l, 

Bact.  Coli.  absent  in  100  m.l, 

Gh.  Welchii  Reaction  absent  in  100  m.l. 

The  Analyst  reports  -  "This  is  a  very  satisfactory  sample. 

It  is  clear  and  bright  in  appearance  and  of  the  highest  standard 
of  bacterial  purity  indicative  of  a  pure  and  wholesome  water 
suitable  for  public  supply  purposes" . 

HA VERS HAM 'SOURCE 
QUANTITY 

The  supply  has  been  fairly  constant  throughout  the  year. 

Pressure  however  is  poor  to  the  houses  on  higher  ground.  This 
has  been  aggravated  by  the  additional  houses  connected. 

QUALITY 

In  my  last  Report,  I  suggested  that  a  Chlorinating  Plant 
should  be  installed.  This  was  done  in  May  1948. 

Two  bacterial  analyses  have  been  made  during  the  year. 

The  first  on  19/5/48.  This  gave  the  following  Result 

Presumptive  Coli.  Reaction  present  in  100  m.l.  absent  in  50  m.l. 
Bact. Coli.  absent  in  100  m.l. 

Ch.  Welchii  Reaction  absent  in  100  m.l. 

The  Analyst  reported  :  "This  water  fails  to  comply  with  the 
highest  standard  of  purity  as  Coliform  organisms  are  present  in 
minimal  numbers.  However,  the  water  is  considered  wholesome  in 
character  and  suitable  for  drinking  purposes. 

The  second  as  made  8/10/48.  This  gave  the  following  results  : 

Presumptive  Coli.  Reaction  present  in  100  m.l.  absent  in  50  m.l. 
Bact  Coli.  present  in  100  m.l.  absent  in  50  m.l. 

Ch.  Welchii  Reaction  j.  -  absent  in  100  m.l. 

The  Analyst  reported  "This  water  shows  slight  bacterial 
impurity  as  E.Coli.  present  in  minimal  numbers.  It  is  fit, 
however,  for  drinking  purposes  but  fails  to  comply  with  the 
highest  standard  of  purity. 

In  view  of  this  Report,  the  amount  of  Chlorine  was  increased. 

No  further  examination  was  made  during  the  year. 
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SUPPLY  TO  LATK3URY 

This  Village  is  supplied  from  the  mains  of  the  Newport 
Pagnell  Urban  District  Council.  The  supply  was  constant 
throughout  the  year  although  the  low  pressure  gives  cause  for 
complaint, 

LITTLE  BRICKHILL 

The  bulk  of  the  properties  in  this  village  are  supplied  from 
the  mains  of  the  Bucks  Y/ater  Board,  whilst  the  remainder  are 
connected  to  the  Bletchley  supply.  The  latter  is  supplied  at  very 
low  pressure,  and,  in  some  instances,  the  water  has  to  be  pumped 
from  tanks  at  ground  level. 

I  append  details  of  the  water  supply  from  the  various  sources. 
This  is  given  in  tabular  form.  It  gives  details  for  each  parish 

The  number  of  dwellings 

Number  of  dwellings  on  supply  -  direct,  and  from  standpipes. 
Population  supplied 

Number  of  farm  meters  with  consumption  in  gallons. 

Other  meters  with  consumption  in  gallons. 

Number  of  Field  Troughs. 

A  summary  is  given  of 

Unmetered  domestic  consumption 
Unmetered  agricultural  consumption 
Metered  Agricultural  consumption 
Metered  Industrial  consumption 
Average  daily  consumption 
Average  daily  consumption  per  capita. 

I  thought  this  information  would  be  of  interest  to  your 
Councillors. 

I  am  indebted  to  Mr.  G-asson  and  to  Mr.  Dunbabin  for  the 
details  of  their  summary  and  thank  them  for  their  help. 
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5H,782,000  gallons.  Average  Daily  Pumping  142,000  gallon 
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BOW  BRICKHILL  RESERVOIR 
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TOTAL  44>497>000  galls.  Average  Daily  Consumption  122,000  gallons 


Ho  public  Supply  in  the  following  Parishes, 
Bradwell  Abbey,  Cold  Brafield,  G-ayhurst, 

Olney  Park,  Stantonbury,  Tyringham  and  Filgrave 
and  Warrington. 
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DRAINAGE _ &  SEWERAGE 

NORTHERN  DIVISION 

Let  me  first  say  a  few  words  about  the  existing  Sewage 
Disposal  Works. 


OLNEY  WORKS 

In  my  last  Report  I  stated  that  there  was  a  scheme  for 
the  overhaul  of  one  of  the  existing  pumps,  and  the  replacement  of 
two  others  with  centrifugal  electrically  driven  automatically 
controlled  pumps. 

The  existing  pumps  are  gas  driven  and  are  3  in  number. 

One  has. been  overhauled  and  put  into  proper  working 
condition.  This  is  to  be  used  as  a  stand  by  when  the  two  new  pumps 
are  installed.  The  new  pumps  were  not  to  hand  at  the  end  of  the 
year,  but,  I  am  informed,  that  delivery  is  expected  at  any  time  now. 

Thus  during  the  year  the  3  Sas  driven  pumps  have  done  the 

work. 


The  Disposal  Plant  has  worked  satisfactorily  and  the  effluent 
has  been  good.  But  two  of  the  pumps  are  getting  worn  out  and  would 
not  render  good  service  much  longer.  These  will  shortly  be 

replaced  by  new  pumps.  When  they  are  installed  the  work  will  be 
much  facilitated  and  will  give  good  service  for  years  to  come. 

SHERINGTON  WORKS 


The  Sprinklers  which  were  in  bad  repair  have  been  repaired 
during  the  year.  The  spare  parts  required  were  delivered  in  the 
first  half  of  the  year  and  the  sprinkler  promptly  built  up.  So 
the  works  are  now  working  satisfactorily  and  the  effluent  is  good. 


PRIVATE  SEWAGE  DISPOSAL  WORKS  AT 
HAVERSHAM. 


There  has  been  considerable  improvement  at  these  works. 

The  necessary  spare  parts  for  the  Sprinklers  have  been  supplied  for 
both  the  Fields  Estate  and  the  Manor  Estate.  The  machinery  has  been 
overhauled,  but  certain  works  at  the  Manor  Estate  have  not  yet  been 
completed. 


The  effluent  ditch  has  been  cleaned  and  the  works  are  now 
giving  a  satisfactory  effluent. 

NEW  SEWAGE  SCHEMES 


No  constructive  progress  has  been  made  with  these  schemes. 
The  present  position  is  that  your  Council  have  decided  to  appoint  a 
qualified  Engineer.  He  is  to  revise  all  these  schemes  and  then 

submit  them  to  the  Ministry  of  Hpalth  with  a  view  to  progress  being 
made  as  soon  as  the  Ministry  of  Health  approve  the  schemes  and 
authorise  execution  of  the  Works. 

The  approval  is  eagerly  awaited  as  owing  to  the  primitive 
nature  of  existing  conditions,  the  provision  of  proper  Sewage 
treatment  is  urgently  wanted. 
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NEW  SEWAGE  SCHEMES  (Cpntd) 


A  number  of  W.C's  and  Bathrooms  have  been  installed  in  a 
number  of  properties  where  it  was  practicable  for  the  Owners  to 
construct  a  cesspool  or  small  sewage  disposal  units. 

In  all  cases  where  Council  Houses  have  been  built,  proper 
sewage  disposal  units  have  been  installed. 

NIGHT  SOIL  COLLECTION 

Your  Councils  Cesspool  Emptying  Vehicle  has  given  satisfactory 
service  during  the  year. 

All  pails  have  been  emptied  weekly. 

All  Cesspools  have  been  emptied  within  7  days  after  receiving 
a  request  from  owners. 

Night  Soil  has  been  deposited  in  the  Council's  sludge  lagoon 
at  Stoke  O-oldingtor.* 

Details  of  the  work  done  are  as  follows 

72,186  Pail  Closets  have  been  emptied 
76  Privies  have  been  emptied 
3-50  Cesspools  have  been  emptied 

This  gives  a  total  of  443  loads. 

Of  these,  391  loads  have  boon  deposited  at  the  Stoke 
Goldington  Lagoon.  The  remainder  have  been  deposited  on  suitable 
Farm  land. 


Reduction  of  the  working  week  to  44  hours,  and  the  increased 
number  of  cesspools  emptied  has  necessitated  a  considerable  amount  of 
overtime  for  this  vehicle,  especially  as  it  has  been  called  on  to 
assist  in  clearing  the  Precipitation  To.nk  at  Haversham  Fields  and 
Haver sham  Manor  Estate  Disposal  Works,  in  addition  to  the  Councils  works 
at  Sherington. 


SOUTHERN  DIVISION 
NIGHT  SOIL  COLLECTION 

The  details  of  the  work  done  in  the  area,  are  :~ 

31,000  pail  closets  emptied  during  the  year. 

Cesspools  have  been  emptied  at  the  request  of  owners  and 
the  work  has  been  carried  out  expeditiously. 

The  loads  were  deposited  at  Bow  Brickhill  and  at  Great 

Linford, 


In  the  following  parishes  the  pail  closets  have  been 
emptied  weekly.  Bow  Brickhill,  Little  Brickhill,  Wavendon,  Walton 
Willen,  Milton  Keynes,  Broughton,  Great  Linford  and  Old  Bradwell. 

In  the  remaining  parishes  the  pails  are  dealt  with  by  the 

tenants. 
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S  _  C_  A  V  E  N  G  I  N  G 


NORTHERN  DIVISION 

The  Direct  Labour  Scavenging  Scheme  continues  to  work  well 
despite  labour  difficulties,  wage  increases  and  reduction  of  the  working 
week  to  5  days. 


70,276  Bins  have  been  emptied.  This  gives 
a  total  of  703  loads. 

Loads  of  Street  cleanings  from  Olney  have 
also  been  collected. 

The  Refuse  has  been  disposed  of  as  follows 

417  loads  to  Lavendon 

286  loads  to  Stoke  Goldington. 

In  addition  5  loads  of  sprayed  refuse  and  4  loads  of 
street  sweepings  have  been  collected  and  deposited  at  Lavendon. 

The  streets  and  gullies  at  Olney  have  been  thoroughly  cleansed 
regularly.  As  a  consequence,  no  complaints  have  been  received 

even  in  periods  of  severe  rain. 


SOUTHERN  DIVISION 

The  Scavenging  schemes  have  worked  well  during  the  year 
in  spite  of  labour  difficulties. 

37>056  Bins  have  been  emptied. 

The  collection  has  been  at  fortnightly  intervals. 

The  Refuse  from  these  bins  Was  tipped  at  Bow  Brickhill, 
Loughton,  Great  Linford  and  Woburn  Sands. 
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SECTION  D, 


HOUSING 


year. 


63  new  houses  were  completed  and  occupied  during  the 
These  were  in  the  following  parishes 


Olney 

Woburn  Sands 

W ought on 

Moulsoe 

Bow  Brickhill 

Weston  Underwood 

Have ns tone 

Lathbury 


16 

20 

8 

7 

4 

4 

2 

2 


TOTAL 


63 


The  following  progress  or  change  has  been  made  in  the 
undermentioned  Parishes 


AS TWO OP  Site  of  1  S  acres  now  available  and  owned  by  the  Council. 

BRADWELL  Building  of  12  houses  in  progress. 

BOW J3R I; "UHT-1 1 .  Building  of  12  houses  in  progress  -  4  completed. 

LITTLE  BRICKHILL  The  Council  are  searching  for  a  suitable  site  •  * 
In  cue  case  drainage  presents  some  difficulty. 


CASTLE-THORPS  New 

CHI C HE J "I  New  sit 
help  this  parish. 


site  required,  and  enquiries  in  hand. 

23  at  Sherington  and  Hardmead  are  intended  to 


CLIFTON  REYNS 3  The  Ministry  has  now  agreed  to  the  acquisition  of 
the  Council *s  site  near  the  Rectory. 


EMBERTON  Preparations  to  commence  building  in  the  new  year  are 
almo s t  complete. 


HANSLOhE  The  District  Valuer  is  still  negotiating  for  this 
10  acres  but  a  settlement  appears  to  be  in  sight. 


site  of 


HARDMEAD  Building  of  12  houses  in  progress. 

HA.  VERS  HAM  cum  LITTLE  LINFORD.  The  Council  cannot  proceed  with  the 
2  acre  already  acquired  until  a  good  water  supply  is  made  available. 
A  second  site  is  being  investigated  near  the  junction  of  the 
Castlethorpe  and  Little  Linford  Roads  but  Planning  consent  is  at 
present  witheld, 

LATHBURY  4  houses  in  course  of  construction  -  2  are  completed. 
There  is  room  for  four  more. 


IAVEND0N  Contract  has  now  been  let  for  4  more  houses. 

MILTON  KEYNES  Work  has  commenced  on  8  houses.  There  is  room  on 
the  site  for  4  more  houses  which  are  planned. 

MOULSOE  7  out  of  8  houses  have  been  completed.  Contract  has 
been  let  for  4  more.  This  site  will  accommodate  12  more  houses. 
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H  O.U  S  E  8  ( Contd) 

OLNEY.  Building  is  proceeding  and  16  more  houses  have  been 
completed  during  the  year.  The  Council  are  negotiating  for  a 
further  site  adjoining  the  present  estate  off  Weston  Road. 

RAVENS TONE  Building  of  8  houses  in  progress.  2  are  now 

completed, 

SHENLEY  CHURCH  END  Site  now  acquired.  Tender  for  4  houses 
accepted  and  awaiting  Ministry  of  Health  approval.  Further 
houses  will  be  erected  here  next  year. 

SHERINGTON  Purchase  of  site  of  7  acres  almost  completed. 

* 

STOKE  GOLDING-TON  Site  purchased.  Preparing  to  invite  tenders 
early  in  the  new  year. 

W E  S  TO  N  UN  PERN  OOP  4  houses  completed. 

WOBURN  SANDS  1  acre  in  Chapel  Street  purchased.  20  houses  out 
of  32  on  Cranfield  Road  site  completed. 

W OUGHT ON  8  houses  completed. 


RURAL  HOUSING  SURVEY 


Mr.  Casstles  has  continued  this  Survey  with  the  following 


results  *- 

1.  Satisfactory  in  all  respects  1757 

2.  Minor  defects  only  648 

3.  Requiring  structural  attention 

or  repairs  237 

4.  Suitable  for  re-conditioning  72 

5.  Unfit  for  habitation  and  requiring 

demolition.  71 

6.  There  are  further  houses  to  be 

surveyed.  1697 

TOTAL  4482 


HOUSING  WAITING  LIST 

At  the  end  of  the  year  a  revision  of  the  Councils 
waiting  list  was  carried  out,  and  applicants  already  on  the  list 
vie? re  asked  to  complete  a  form  and  return  within  14  days  if  not 
li'ielr  name  would  be  deleted.  This  gave  the  following  figures 
-  but  it  must  be  pointed  out  that  this  does  not  necessarily 
show  the  full  need  of  housing  accommodation  : - 

Total  number  of  applicants  remaining  on  list  452 

Families  without  separate  homes  184 

Agricultural  workers  119. 
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HOUSING  (Contd) 


PROVISION  OF  HOUSES  BY  THE  COUNCIL 


The  Council  have 
the  following  :~ 


already  provided  and  control  directly 


pre-war  houses  3^7 
Temporary  Houses  NIL 
Post  war  Houses  134 
Requisitioned  (individual  units 

housed)  16. 


Total  457. 


Number  of  houses  reserved  for  agricultural 
population,  _ 119 . 


PRIVATE  ENTERPRISE  HOUSES 

A  limited  number  of  licences  have  been  granted  for 
private  building. 

SUBSIDY  HOUSES 

In  a  small  number  of  cases  houses  have  been  built  by 
private  persons  with  the  aid  of  subsidy  where  the  houses  can  be 
more  conveniently  provided  than  by  the  Council. 

Completed 


Wavendon  4 

Newton  Blossomville  2 

Authorised  and  in  course  of  erection 

Shenley  Church  End  3 
Milton  Keynes  4 
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SECTION  E. 


The  routine  inspections  of  Bakehouses,  of  shops  where 
food  is  sold  and  of  premises  on  which  food  is  prepared,  have  been 
carried  out  as  usual. 


In  sorae  cases,  defects  of  a  minor  kind  were  found. 

When  such  defects  were  pointed  out  to  the  Proprietors  of  Bakehouse 
or  Shops  they  were  remedied  and  in  no  case  was  it  necessary  to 
issue  Statutory  Notices. 

Certain  articles  of  food  were  found  to  be  unfit  for 
human  consumption.  These  articles  were 


1.  1097  lbs.  of  various  foods. 

2.  Sheep.  9  carcases  and  sets  of  organs 

3.  Calves.  2  carcases  and  sets  of  organs 

4.  Beasts.  1  carcase  and  set  of  organs 

In  addition  to  these  carcases,  portions  of  carcases  and 
sets  of  organs  were  also  found  to  be  unfit  for  human  consumption. 


CARCASES  INSPECTED  AND  CONDEMNED 


The  only  slaughtering  done  in  the  District  is  in  case 
of  accident  or  emergency  or  of  pigs  for  curing  for  Bacon  by  the 
Owner. 


Cattle 

including 

Cows. 

Cows 

Calves 

Sheep 

& 

Lambs 

Pigs 

Number  killed  if  known 

9 

1 

Number  inspected. 

9 

1 

6 

50 

200 

All  diseases  except 
Tuberculosis.  Whole 
carcases  condemned. 

1 

2 

9 

1 

Carcases  of  which  some 
part  or  organ  was 
condemned. 

6 

j 

6 

Percentage  of  the 
number  inspected 
affected  with  disease 
other  than 
Tuberculosis, 

| 

11 

33 

30 

e 

0.5 

Tuberculosis  only 

Whole  carcases 
condemned. 

1 

NIL 

1 

Carcases  if  which  some 
part  or  organ  was 
condemned. 

•  2 

l 

NIL 

10 

Percentage  of  the 
number  inspected 
affected  with 
Tuberculosis . 

22 

— - ■ - 

100 

17 

NIL 

5 

t 
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Ml  ILK 

The  production  of  clean  milk  has  been  much  in  the 
minds  of  your  officers  and  farmers  and  others  concerned  in  the 
production  of  Milk.  In  consequence  of  this,  Cowsheds  have 
received  attention.  Some  have  been  re-conditioned  and  others 
reconstructed.  These  measures  have  been  undertaken  with  a 
view  to  improving  the  grade  and  quality  of  the  milk. 

Routine  inspections  have  been  made  as  usual.  In  the 
course  of  these  inspections,  samples  were  taken.  In  some  cases 
these  were  found  to  be  unsatisfactory.  When  this  was  found  to 
be  so,  whenever  possible,  the  cause  was  traced  and  found  and  the 
defects  remedied. 

In  consequence  of  the  proposed  changes  in  legislation 
and  control  of  milk  production,  many  farmers  are  endeavouring  to 
obtain  approval  and  licence  for  the  production  of  T.T.  milk. 
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SECTION  F, 
INFECTIOUS  DISEASES 
TABLE  1, 


Notifiable  Diseases  (other  than  Tuberculosis)  notified 

■do  ring  the  year  1948 


Disease 

Total 

cases 

Notified 

Admitted 

to 

Hospital 

Total 

Deaths 

Scarlet  Fever 

11 

7 

Diphtheria 

3 

1 

*- 

Pneumonia 

3 

Erysipelas 

1 

*—4 

Typhoid 

1 

- 

1 

Ophthalmic 

Neonatorum 

1 

♦— * 

Measles 

140 

^  i 

Whooping  Cough 

7 

*— • 

The  cases  occurred  in  the  following  Parishes 


SCARLET  FEVER  Parish 

Woburn  Sands 
Wavendon 
Old  Bradwell 
G-ayhur  st 
Milton  Keynes 


Total 


DIPHTHERIA 

Sherington 
G-t.  Linford 


Total 


PNEUMONIA 

Old  Bradwell 

Loughton 

Bow  Brickhill 


Total 


Male 

Female 

Total 

2 

2 

1 

#- 

1 

3 

3 

6 

l 

— 

1 

1 

** 

1 

8 

3 

11 

2 

2 

1 

1 

- 

3 

3 

1 

1 

1 

1 

1 

1 

213 
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ERYSIPELAS 


OPHTHALMIC 

NEONATORUM 


TYPHOID 


MEASLES 


WHOOPING- 

COUGH 


Parish 

Great  Linford 

ToV  ul 


Tyringham 

Total 

Stoke  Goldington 
Total 


Clney 

Clifton  Reynes 
Rave no tone 
Bow  Brickhill 
Wo ugh ton 
Warrington 
Weston  Underwood 
Newton  Blossoravi] 
Emberton 
Lavendon 
Great  Linford 
Yfoburn  Sands 
North  Crawley 
Little  Brickhill 
Moulsoe 
Sherington 
Old  Bradwell 
Haver sham 
Stoke  Goldington 
Milton  Keynes 


Total 


Wavendon 
Bow  Brickhill 
Shenley  Chur cl 
Haver sham 


Total 


DISEASES 

( Contd) 

Mai  e 

Female 

Total 

— 

1 

1 

- 

1 

1 

1 

1 

1 

»— • 

1 

1 

— 

1 

1 

— 

1 

37 

37 

74 

1 

3 

4 

2 

2 

4 

1 

8 

9 

2 

— 

2 

2 

— 

2 

1 

1 

2 

..le  1 

— 

1 

1 

— 

1 

2 

2 

1 

- 

1 

11 

11 

22 

1 

1 

2 

1 

3 

1 

1 

2 

2 

4 

1 

— 

l 

2 

2 

4 

1 

l 

— 

1 

l 

69 

71 

140 

1 

1 

2 

1 

1 

!nd  - 

1 

1 

— 

3 

3 

1 

6 

7 

20 


c 
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TABLE  111 ’ 

,-:.:R0T.J  LOST  S 

o b S- ■  i ng  W 6W  0 a set  a t Deaths  in  194 8 • 


r 


Age  Pe-rica 


Under  1  year 


1  - 

5  year 

5  - 

10  fi 

10  - 

15 

15  - 

20  !! 

20  - 

25  ! 

26  - 

35  ' 

35  - 

45  i! 

45  - 

55 

55  - 

65  " 

Over 

65  !! 

Total 

.■Aw 


tu  monos  \y 

i 

e  1  - 


1 


1 


Cases 


DEATHS 


Non- Pulmonary 
Female 


Pulmonary 


Male 


1 


1 


Female 


N  o  n-Pulmo nary 


Male  j  Female 


1 


1 

1 


The  2  Females  had  not  been  notified. 
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DIPHTHERIA  IMMUNISATION 

ft 


On  5th  July,  1948?  the  County  Council  as  the  Health 
Authority  became  responsible  for  the  Immunisation  of  children 
of  all  ages. 

Until  then, your  Council  was  responsible  for  children 
between  5-15  years  of  age  and  for  the  administration  of  a 
re-inforcing  does  to  children  who  has  been  immunised  already. 

During  the  first  6  months  of  the  year  I  visited  19 
Schools  primarily  for  the  purpose  of  giving  re-inforcing  doses, 
but  was  prepared  to  immunise  any  children  who  had  not  previously 
been  immunised,  whatever  their  age. 

The  following  is  a  list  of  Schools  visited  and  the 
numb  e  r  s  imrnuni  s  e d . 


i 

School 

! 

Re-inf orcing 
Dose 

Prim 

5-15 

years 

ary 

Under  5 
years 

EMBERTON 

15 

2 

NEWPORT  PAGNELL  j 

95 

26 

OLD  BRaDWELL 

14 

2 

2 

LAVENPON 

38 

4  j 

i 

— 

TYRINGHAM  cum  FILGRAVE 

15 

4 

6 

BOW  BRICKHILL 

11 

-  | 

— 

j  HAVERSHAM 

24 

3 

— 

LITTLE  BRICKHILL 

1 

6 

— 

— 

STOKE  GOLDINGTON 

15 

1 

— 

WAVENTON 

13 

- 

- 

MOULSOE. 

5 

X 

1 

NORTH  CRAWLEY 

23 

4 

- 

SHERINGTON 

14 

7 

1 

HAN SLOPE 

50 

2 

- 

GREaT  LINFORD 

26 

- 

2 

SHENLEY  CHURCH  END 

21 

2 

“ 

CASTLETHORPE 

27 

— 

N  EW  TO  N  B  LO  S  SOMV I LLE 

12 

— 

- 

OLNEY 

1 

161 

28 

- 

Total 

i  589 

85 

i  -  ...  —  .  ,  - - 

12 

( 

This  concludes  my  Report.  I  am  much  indebted  to  Messrs  Casstles  & 
Lockwood,  your  Inspectors  &  Surveyors  for  the  help  given  me.  Also 
to  your  Clerk,  Mr.  Stapleton,  and  to  Mr,  Dunbabin  who  have  supplied 
Statistics  on  the  water  supplies  &  Housing, 

I  am,  Gentlemen, 

Your  obedient  Servant. 

May,  1949*  CHaS.  H.  F.  Bailey 

Medical  Officer  of  Health. 
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FACTORIES  ACTS,  1937  &  1948 

1 

i.  INSPECTIONS  (including  inspections  made 
by  the  Sanitary  Inspectors. 


No.  on 

Premises  Register.  Number  of 

Inspections  Written  Notices 


1.  Factories  under  Local 
Authority  control. 

59 

118 

15 

2.  Factories  under  Local 
Authority  control,  for 
Section  7  only. 

63 

126 

10 

3,  Other  Premises 

(excluding  out-workers) 

11 

22 

NIL 

TOTAL 

133 

266 

25 

2.  DEFECTS  FOUND 


NUMBER  OF  DEFECTS 


Particulars 

Found 

Remedied 

Referred  by 
H.M, Inspector 

Want  of  cleanliness 

20 

20 

NIL 

Overcrowding 

Nil 

Nil 

NIL 

Unreasonable  temperature 

Nil 

Nil 

NIL 

Inadequate  ventilation 
Ineffective  drainage 

Nil 

Nil 

NIL 

of  floors 

Nil 

Nil 

NIL 

Sanitary  conveniences 

NIL 

a)  insufficient 

b)  unsuitable  or 

2 

2 

defective 

Nil 

Nil 

NIL 

c)  not  separate  for 

sexes 

1 

1 

NIL 

Other  offences  (not 

including  offences 
relating  to  Outwork) 

2 

2 

1 

Total 

25 

25 

1 

PROSECUTIONS  -  NIL 

OUTWORKERS  Sections  110 

&  111. 

Number  of  Workers  making  Wearing  Apparel  3 

Number  of  workers  making  Lace,  Lace  curtains  &c.  11 . 

Total  14. 


chas.  h.  f.  bailey 

Medical  Officer  of  Health. 
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